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HIS INDEX IS MORE than a means for quickly referring to an article or locating information on a subject. It is a 
semi-annual report of the editors to their readers. In the preparation of this material the staff has traveled over 
0,000 miles in the six months period and has been assisted by over 200 contributors, each of whom is a specialist in his 
eld. Thus have we been able to give our readers a thoroughly balanced program of the latest information in electrical 
ngineering, construction, operation and maintenance in addition to statistics, commercial data and an unparalleled 
The Editors. 
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SUGGESTIONS FOR USE OF INDEX 


Articles in this index are arranged alphabetically according 
to subjects. This is not an index of titles. Each article is 
indexed under the general subject which the article treats. 
For example, if the article deals with generator testing it 
will be indexed under tests, if it treats industrial wiring it 


will be indexed under wiring, ete. 


Feature length articles and major news items have been 
cross-referenced to facilitate location of articles without ex- 


tended search. 


The following material has not been indexed: 


Personal items. 

New Equipment. 

Book Reviews. 

Rate Changes. 

Minor Financial News. 


Minor Manufacturing and Market News. 


Related articles have been grouped under such headings as: 


Appliances — All articles dealing with ranges, water heat- 
ers, ironers, etc., are indexed under appliances, rather than 


under the type of appliance discussed. 


Associations, Societies and Governmental Agencies — 
Major news items and articles relating to this group are in- 
dexed under the individual organization name. 

Court Decisions and Suits — Major items are indexed 
under the name of the company involved. 


Public Utilities — Articles dealing with individual power 


companies and with their related activities are indexed al- 
phabetically under the company name and not, as formerly, 


under the heading Public Utilities. 


Rural Electrification — All articles dealing with various 


phases of supplying service to rural areas are indexed under 


this subject head. 


Statistics — All articles dealing with any type of statistics 
are indexed under Statistics, regardless of the general subject 
class that the article falls under. 


type of station. 


Steam Stations and Developments, Hydro Plants and 
Developments — Articles about generating stations are list- 
ed under one or the other of these heads, according to the 


Following the main index is an index of authors of signed 


articles. In this index the exact title is listed. 
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Bushing ovens melt compound out. O. 
Mis DEE. v6 ecb weecaseeasnes *1545 


Coated metal sheet processed by strip 
CE POTTER TETY Teer ree | 
Creep of metals tested by the help of 
rrr rrr ree -*1702 


Dehydrating oil with high potential... 592 






Heat reclaimer saves coal for laun- 

Ps dawatac wee ces ak kcvuwee en *1080 
Heaters entirely off in “off period.’ 

CC. & AM. ..2. , errr - 547 
Hospital heated by off-peak power.. 264 
Incandescent brazing for jointing. .*1220 
Numbering machine, electrically 


heated, numbers gloves... a" *1401 
Putty kept workable by heating unit.*1408 
Roof water tank kept from freezing.*1220 
Scale house heated by blower type air 

heater ... ee erT er ee «« « “682 
Steel and Tubes, Inc uses electrical 

methods ae ececkee si lac in etse 1527 
Strip heaters prevent condensation of 

moisture on motor........ eta *2073 
Survey of a Minneapolis district to 

study load from water heaters and 

ranges. R. R. Herrimann.... .*559 
Heating—electric see also Furnaces 


Holding Companies: 


Administration of the Holding Com 
pany Act not settled (Ed)... ..1663 


Central New Hampshire Power has 
ceased to be a holding company 
(N) . . iste weed inated a eae 907 

Electric Bond & Share asks Supreme 
Court to rule on utility act (N . 4838 

Electric Bond & Share case hear: in 
Supreme Court (N) 7 a . 570 

Kellogg says holding firms paid billion 
to build utility facilities (N) 356 


Objective of the Holding Company 


Act. W. O. Douglas er ; 1603 
Supreme Court agrees to review utility 
act (N) aaah a eeiae te acetal em « 313 
What about the holding company? 
Carter Field ; 7 aa aca *566 
Housing should be kept in tune with 
realism (Ed) ..... : awkae ee 


Hydro-electric Plants and Developments: 


Abitibi Power & Paper reorganization 
plan rejected (N) i aia asa a. a 
Appalachian Electric wins decision on 


not needing license (N)........... 1605 
Beauharnois plan ratified by bondhold- 
ers (N) 4 1970 


strains 
Robinson 
*1361 


Bonneville Dam concrete 
measured by instruments 
& Borkowski 


Bonneville Dam power base set at 
57% of cost (N) ; alte Ba eh ie *647 
Bonneville Dam power costs allocated 
(N) . ry Teer eT ee dann eae 
Bonneville Dam power rate schedule 
CN) 1458, (MN) 2664, (NN)... 3 605-..c39T9 
Boulder Dam contracts fought by 
states (N) cs ine daes «<8 SUS 
Boulder Dam power revenues (N)... 250 


Boulder Dam power sale terms an- 
nounced by Nevada Commission (N) 815 
soulder Dam rates to be studied by 
four-state group (N) ied dread & ae 1619 
Boulder Dam waterwheel generators’ 
temperature reduced by air baffles. 


L. M. Robertson. ais ; *1070 
Buzzards Roost fight settled by Su- 
preme Court (N).. 





Caballo Dam (N). 


progresses 


Capacity attained with economy *1834 
Capacity of water power ” stations 
1929-1937 (map) oa . ‘ 205 
Central Power defends water rights 
i as aupaale a ae ere savannas 
Colorado-Big Thompson project ap- 
proved (N) a pumas ere ees 
Colorado River Authority to sell power 
at low rates (N)... stp eek tae 1136 


Copper District Power case _ raises 
water rights question (N) 358, (N) 
os OEE TE CERT PCE TPT Cree .1981 
Crooked River, Ore granted 
license (N) 7 ; wise dined oe 
Danville plant dedicated (N) 2061 
“Dump” steam exchanged for “dump” 
hydro G. G. Post - ‘ ‘ oa vk See 
Elephant Butte Dam power costs allo 
cated (N) STP eT eT ee ee 723 
Feather River extension granted (N).1606 
Feather River plant not opposed by 
California Authority if Shasta Dam 
is protected (N)...... ce 


Federal Fower Commission starts 
hydro projects inquiry (N)........ 49 

Flathead license transferred (N)....1880 

Flathead project speeded (N) 1454 


Gallipolis, Ohio, hydro may be built 


WOE wa deemeneews eer ee eS ae a 362 
Generating capacity added in 1937 
(table) rere Skt ; ; aad 208 
Generating capacity scheduled for com 
nletion in 1938 (table) ae 209 
Gilbertsville dam receives appropria- 
Con Geen saeenadaves + ae ae 
Grand River license asked (N). ...1881 
Grand River project plan filed (N).. 50 
Hetch Hetchy power sales ruled vio 
lation (N). ... ; ee rr rdy 
Hiwassee Dam contracts let (N).....1536 
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Idaho builds hydro on Sanke River at 
Upper Salmon Falls H. L. Senger. *556 
Idaho Falls hydro license rescinded 
(N) aaten ee as es +een a LYST 
If subsidy for hydro. why not for 


steam? F. F. Fowle (Economies of 
subsidized power) F : ova eee 
Illinois project on Des Plaines and 
Illinois Rivers ordered dismissed 
(N) a eer eee see . 649 
Imperial Irrigation District lets equip 
ment contracts (N).. : ‘ 1399 
Kennett, Mo. project receives addi 
tional loan (N)... snanaa4 357 
Lower Colorado River Authority dis- 
putes territory scope (N) . - 1683 
Marshall Ford Dam equipment pur 
chased (N) ‘ Ka s 1612 
Nebraska districts seek to buy 13 
utilities (N). . a marere . 1680 
Nebraska's “Little TVA" investigation 
asked (N) : 7 1458 
New York State water power owne! 
ship to be considered (N) .1973 
Niagara Falls ice jam damages hydro 
(N) : ; ’ "487 


Niagara 


Falls Power loses petition 
against ; , 


Power Authority of N. Y 


cmp . ie ; 1281 
Ontario power units again in opera 

tion (N) ery ‘ ‘ 1879 
Oregon county petitions for utility 

district (N) ... a : §2 


Oswego power lease extended 
(N) ; ‘ 
Platte Valley District offers to buy 


four plants in district (N) ; 113 


water 


Platte Valley District receives addi 

tional loan (N)... ‘ ; ; 361 
Platte Valley District seeks another 

loan (N) a . 1208 
Platte River project suit dismissed 

(N) re ues ed Sieg ental, eee 
Pope’s Creek, Md. plant approved (N) 367 
Possum Kingdom Dam license author 

ized (N) aes ‘ ae : 1681 
Possum Kingdom project must have 

license (N) ... ‘ eid clas ee oa he 
Red Bluff power plant contract 

awarded (N) .. ‘ : awe 1472 
Sabire-Beches District makes survey 

for dam site (N) 4 7 47 
Saco, Me. plant to be put in opera 

tion (N) . in de eae eee ata 809 
St. Lawrénce revised treaty for power 

sent to Canada (N) ; : 1974 
Salamonie River, Ind. project given 


permit (N) a P 
Santee-Cooper power case (N) 
Santee-Cooper project opposed 

South Carolina utilities (N) ‘ 
Santee-Cooper project upheld (N)... 
Santeetiah, N. C. dam to have addi- 





a” a) ) eee ; T ok ee 
Seminoe Dam generator contract 

awarded (N) .... 5 ‘ 2 . $14 
Seminoe Dam rates set (N) .1612 
Shasta Dam compromise proposed (N) 488 


Sierra Pacific Power plans additional 
water storage (N). oe P ‘i 358 
Silting of streams adjacent to hydros 


studied by Dept. of Agriculture. .*174 
Skagit franchise rejected (N) 72 
Solon, Me. project on Kennebec River 

begun (N) om 4 ‘ 360 
Survey of hydro plants presented at 

A.S.C.E. meeting (N) ‘ - 425 
Tallahassee, Fla. plant cost set (N) 429 
Thompson Falls plant to be investi 

gated (N) : ; 571 
Tomahawk, Wis. plant hearing (N) 

116, (N) . 4723 


Wabash Valley dams to have bids (N). 2082 
Wisconsin Michigan Power authorized 

to buy Menominee River plant (N) 116 
Yadkin FPC ruling attacked by state 


(N) . nwa ; 487 
Yadkin River decision appealed (N) 648 
Yadkin River inquiry (N)... 49 
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Illuminating Engineering Society 


Atwater named president (N) 2056 
Indiana Service additions (N) 1878 
Indianapolis Power & Light plans budget 

(N) ‘ 7 = on ; ‘ 56S 


Industrial applications 


Cost of electricity used by industries. 1082 


Insulation: 


Conduction, insulation and equipment 
maintenance testing. O. A. Knopp.*1384 
Doble Engineering conference discusses 


dielectric tests (N) a “904 
Glass tape insulation undergoing field 
tests << “ ; . rT .*1414 
tesistance of sheet insulation varies 
with type of terminals and moisture 
G A Albert F : *1560 
Tank for impregnating wood insula 
tion wes aa . ‘ d 4h 
Insulators: 
Bushing flashovers reduced by porce 
lain umbrellas A. H. Beiler.....*1193 
Testing line insulators *442 
Insurance 
Connecticut Light & Power adopts 
pension plan (N) . 219 


Interconnection: 
Puget Sound-Seattle tie line protected 
by pilot wire relaying T. T. Smith *29 
Towa-Nebraska Light & Power not for 


ty eh ) ee ' , 1062 
Iowa Public Service wins Sheldon fran 
chise suit (N) 1137 
Towa Public Utilities Assn 
Des Moines meeting (N) 4X6 
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Jackson's political status. 
Japan: 


Government control of utilities (N)... 52 
increases load (N) 


Light & 


Carter Field. .*241 


Kentucky Utilities Co. 1126 


Labor: 


Connecticut Power adopts 


> ee ee ae 719 
Consolidated Edison’s agreement with 

AFL invalidated (N).............. 990 
General Electric signs CIO contract 

(N) TUeRLareCrLioyverLere eee renee 719 
Labor see also Employees 

Lightning: 
Lightning Seeeee symmetrically. R 
OM .c% b ES ain Pa Waban wee cee 1823 
Lights and Lighting: 
Ball field lighting finds two trans 

former banks cheaper than one. O. 

V. Blankenship ..... fia w ates ; *434 
Bank lighting helped by painted win- 

EY ois Gi Gh ns de behest oi -*1892 
Boston Edison's window lighting..... 746 
British fluorescent lamp............. *68 
Chicgo office improved by new light- 

an eR ee ee *7 


Color lighting in 


theatre brings big 
increase in 


demand. C. R. Riggle.. 262 


Commercial lighting sold with the 
help of idea sketches............. *1556 

Commonwealth Edison installs new 
PIE 2 rg oe ro aa aioe *586 


Commonwealth Edison sells industrial 


lighting by planned promotion. G. 

Wi I Sars occ cca baiek be ke chee. 917 
Drugstore uses more lighting........ *589 
Ebbett’s Field to have new lighting 

RED derek Ss wise aw nsaea hae Mane CTE 1990 
Five years of Better Light-Better 

a en ee ee ee 1056 
Fluorescence lumiline — discussed 

Ot CRORUOE AN}. 6 essiviciuiwaceace #1394 
Fluorescent tubes "for ‘tint lighting. 

ROMPSMOM, TEAWBON ois caiciweacaceers *1530 
Forced free lamp renewals _ illegal 

OI ia ans Ga ae en ash Alegre 1390 
Furniture Mart modernizes lighting 

and raises the feeder voltage instead 

of rewiring. F. E. Butterfield...... *702 
Mamging “lght-hoods” 2... <.iccecces *262 
Hardware store lighting. F. H. Peck 

DE carr an target eis cara aves kSka eee *746 


Highway lighting for California (N).*815 
Lamp cuts glare by polarizing light.*1560 
—- design competition awards made 

(N 
Lamps sold by the bag in Milwaukee. 

MS OR ora rere Gece on 1230 
Light for meter reading............. *1694 
Lighting Cesign competition of Beaux- 

Arts prizes awarded (N).......... *1395 
Luminous hoods for newspaper plant. *1222 
Machine shop lighting. H. W. Myers. *1:! 552 


Maintenance of lighting equipment 
se lie TO CEE CPO Le CEP ee eee 48 
Mercury street lighting in Belmont 
MN MOO io a wag bs ous oe halen ©1129 
Mercury vapor lamps for office desks 264 
New York Electrical & Gas Assn. to 
uward certificates of lighting (N).. 247 
New York survey shows school light- 
OG IMMASGUATS CP) as. onc ceasccscs 245 
Niagara League lighting plan(N)..... 810 
Night accidents (90G).......sccceccces 1057 
EMR i Non nh bik die Giniek Bike ab wiki ce Reread e 1456 
Penn classroom lighting controlled by 
electric eyes. F. A, Kolb......... . *35 
Printing plant lighting.............. *1888 
Radio factory increases production 
with lighting. J. V. Gaynor...... *108¢ 
Rochester highway lighting has cut 
night accidents. R. E. Ginna...... *451 
School authorities score I.E.S. report 
SOUP: seb oth na as actiea aku beleaek «beh ae 816 
Service station lighting requires ade- 
quate wiring. Lester Twichell....*1418 
Sodium lights for danger spots in 
RN a ie ge de a alg en *76 
Sodium lights on California highway .*2074 
South Lebanon, Ohio, resumes street 
SE OUD 2 ark Jog oe hah wick Skee 426 
Store display lit by theatrical spot 
ig EE eT ree re ree -..*264 
Street-light globe strains revealed by 
ND os ee a bie hae sealant e #2070 
Streets in Springfield turned on by 
CREO PONE ook ds oa cwsk obea eee o *1857 
Switehyard lighting aman operators 
R. A. Potter One ee ye Pe *727 
Transmission tower replaces beacon 
with neon light for aviation protec- 
tion Cc. H. Lindell paila in, aalacay eee 
White Plains auditorium lighting F 
eo devise « cibdewae neue ssn pe 
Woolworth’s modern illumination. ..*1201 
lLowd Factor: 
Balanced load building aids system 
factor R. C. McFadden..... .*1387 
Commercial cooking loads found satis 
factory in California S. lL. Cip- 
perly Léea we ake sine *S81 
Domestk load proving a ‘ bulw ark 
Pe ere swe cee 
Quality of load growth (charts) 1827 
Range tests show low demand factor 
4 BR Cralg *744 


INDEX 


Refrigeration builds commercial loads. 
G. BD. Weitere. ..c.ccecsscwscces *1389 
Survey of a Minneapolis district to 
study load from water heaters and 


ranges. R. R. Herrmann.......... *559 
Utility Management Corp. trying to 
increase load at small cost in test 
SPOR EINGR 6.cbdkbccsaesancuasacea tare 1203 
Value of domestic load building to the 
customer and the utility......... #1228 
Water heaters boost average domestic 
usage. G. 5B. Williams. .....cccceas *1049 
Long Island Lighting plans office build- 
et BERS ocd de nccecbaeenessseneeawee 1399 


Louisiana Power & 
Power 


Light & Arkansas 
& Light agreement to be in- 


vestigated (N) .....--.cccceccveces 570 
Louisville Gas & Electric celebrates its 
centennial (N) ......cccsscevccsocs 908 
Lubrication: 
Oil conservator keeps bushing filled 
with oil. R. M. Emblidge......... *592 
Lynn Gas & Electric repairs coal-handling 
UBS. civ wae beh oe Wnts Saw ewe beens *1549 
Machine Tool Electrification Forum (N).1618 
Maintenance: 
Locking tongs protect workmen on 
Te. “SEE <a Gan are oo Kae i eee *582 
Machine shop for repairs mounted on 
| A a” reer rer #1692 
Truck mounted engine generator set 
supplies customers. George Kauff 
BR” Sian hob nes 6 oe oe ee oe we ee *1401 
Trucks for maintenance work. J. R. 
SE. cara e aces ela ne EER Ck eee ie *1862 
Manufacturing: 
Electrical manufacturing 1925-1937 
(taties & CRAFES) .. 002 csccesscncusc 230 
1938 electrical manufacturing  busi- 
ness. D. H.. MOPRRG «icc cccccavvecic *239 
Marblehead adds new unit (N)........... 115 
Marine borers fought by Boston Edison. .*578 
Marine electrical progress reviewed (N). 54 
Maryland Utilities Assn. meeting (N)....1538 
McGraw, James H., tendered testimonial 
at E.E.I. convention dinner (N)...1971 
Merchandising: 
Car helps sell pantry and counter 


equipment. S. SB. 


a Cg *918 
Case for organized i 


sales 


NEED: >< eles Gale aha Mahle ae ee 1202 
8” appliance sales survey. H. G. 

DOGIET  FURIAOE) 6k av kdceickwaden epics 883 
General Electric Home Building con- 

test entered by Nebraska Power (N) 918 
Lamps sold by the bag in Milwaukee. 

ae Si eRe 1230 
Milwaukee appliance salesmen curb 

price cutting through pact (N)..... 1744 
Ohio Edison radio program aids deal- 

ers in sales of appliances (N)..... 812 
Ranges and water heaters sold by 


Kansas Electric in natural gas ter- 


3 eee | eee eee 197 
Refrigerator sales checked by mete 
POG 4 64.6656 cdo See Rede erate ns 1418 


Salesmen’s pay based on load oe 1086 
Merc ch andising see also Appliance 


Meters and Measuring 
Adapter speeds meter testing. E. L. 
BENE. 655s Rare PR eee aa ea ae ak RA *733 
Apartment range consumption total- 
RE. Sci hie. Kee snd Shoe eam mids Reece #1861 


Bonneville Dam concrete strains meas- 
ured by instruments Robinson & 
OEE |b 6164-00 wack s/o ohm ab ewe *1361 

Bulk power metering rests on instru- 


ment transformers. Albright & 
BE: cctncaseausns de taken amen e ee ss *1374 
Calibrating 3-phase rotating stand- 
ards. H. G. Hammond......... » «8072 
Compensator corrected for voltage in- 
RIE <5 his Seen s kes cccezenoesss 1070 
Conduction, insulation and equipment 


maintenance testing. O. A. Knopp.*1384 
Customer metering now established on 

durable basis. A. J. Allen........ *1370 
Demand metering improved for small 

customers in Philadelphia. aa en 


WE. (dc. eek ctk6 cokes deecanwaene *403 
Demand meters improved by Philadel- 

phia Electric. B. F. Sinclair....... *60 
et err ee 420 
Demand register adjustment aided by 

| ee SE Se eer re ee *436 
Demand registers tested rapidly. E. 

ic’ atta Gis Gi Gih ole tar wo Sa me alte *S879 


Detroit Edison maintains accuracy of 
meter standards. H. G. Hammond. 436 
Diversion 90% cured. A. H. Kreul. .*1861 
Galvanometer of power bridge pro- 
tected by device A. W. Weeks. .*1406 
High-frequency electrodynamic am- 
DE bia cewk isn cn dw awaseswerees eu *1562 
Instrumentation 
Knowlton 
Tnsulation 


aie opis widels SOLE ae ee .*1366 
test for watt-hour meters.*912 
Light-beam pointers on’ instruments 
cut reading time. E. S. Lee....... *440 
Load surveys avert undue loading and 


excess capacity K. L. Partridge.*1380 
Load and time control rely on system 

instrumertation P. B. Juhnke #1382 
Local light for meter reading.... .*1694 
Metallized resistor for high voltage 

WROUMATOUMOMER. 6.65 0 ic cass ceive dt oes oe 1224 
Meter assembly for ‘te mporary instal- 

lation pie a *1404 
Meter measures phase displs acements 

up to two degrees. Walter Mikel 

SPOT eTE Ce Pee TT Tere re *740 
Meter panel for apartment house... .*1861 
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Metering controls economy in_ the 
power plant. H. C. Schroeder..... *1367 

Microscopic examination of jewels. .*1886 

Modernization of metering and serv- 


foes. BE. BB. Killme......cccecsccecs *1858 
Outdoor socket meters adopted. E. 

SS | rire er Te erie *1861 
Portable meter for ‘testing se aril ot ah teal ese *1884 
Portable voltmeter .......ccceeeeeees *576 
Potentiometer to obtain low voltage | 

for testing «.«.ses«s ivcelew ans 
Sequence detachable advantageous. 5. 

C. EMMSGG .ccccccccvisscececccescs 861 
Standard instruments’ “adapted to 

special uses. C. P. Zimmerman...*1378 
Standard watt-hour meters checked 

regularly. H. G. Hammond....... #1218 
Standardization laboratory upholds in- 

tegrity of measurement. Ww. Cc. 

WRRMOe. ,.. kuc cue n ews eet nee ela Sea ..*1376 
Telemetering and _ totalizing equip- 

RO iwi 5s Wace e REAR Uen ents 186 
Thermometer kiosk shelters.......... *43s 
Voltmeter gives d.c. insulation re 

sistance. G. W. Stubbings......... *578 
Water lens lantern for jewel inspec- 

THOM cncccccescadserdedaeesnnceesee *1550 
Watt-hour meter tests for in-service 

transformers. William Ploetz..... *1667 
Why half elements? (Ed)............ 242 

Mexico 
liydro units planned by Federal Com 

WARIO CRED noe 6ccc 08 sae weenie ees 

Power plan for federal control (N) 
Midwest Power Conference (N)....... 
Milwaukee Electric pays bonus (N)...... 





Minneapolis electrical groups hold joint 
meeting (NN) ..ccscsccesccccoescecce 654 
Mississippi Power & Light asks franchise 
extension (NN) ...ccsscccnesceccees 905 
Missouri Assn. of Public Utilities meet- 
PA EE adie st ecas 608 6600s 6 eee ee os 1453 
Missouri Valley Electric Assn.: 
Engineering conference (N).......... 1288 
Holds rvral meeting (N)........-++4- 1061 
Power Sales Conference (N)......... #426 
Modern Kitchen Bureau meets in New 
CP SEP ac. o8% eFC Kren eens rses *485 
Modernization: 
Modernization issue..........-+.6++: June 4 
Power ~— renovation and expansion. 
oe PNP sik vane cdas cueeeee owen #1832 
Motors: 
Coal mine cars motorized............ 932 
Dredging costs studied of electric vs. 
Giese). W. HH. POP. .cccccccctvces *584 
Induction motors for refinery cooled 
Dy fmert GAS... wcccccccccccceccess *1702 
Lamp flicker awaits ideal motor start- 
eS a Ae. Pee : *1194 
Oil well motors capable of overload- 
ing save money. R. E. Patrick. 1410 
Polyphase motor has wide speed range. 
a rere er 738 


Speed changer uses vari-pitch enc ats 2 
Mountain States Power: 


Authorized to keep property (N).... 573 
Files in bankruptcy (N)..........++- 115 
Plan approved (N)......ccccccsececs 1064 
Municipal Ownership: 
Alabama cities sued by Birmingham 
Electric to bar city systems (N)... 484 
Camden municipal electric system 
WrOROEOG. GIA) cess ecnctisgeedeasscns 1453 
Chattanooga municipal * opposed by 
Tennessee Electric (N) 360, (N) 648, 
CD? v5.0 ks ve bewine eee hs Daweaeeeededs 1396 
Chattanocga power plans approved 
CHS iv vuwetugr isd wane done. AR eS 29 


Chattanooga PWA grant upheld by 

Supreme Court CN) x.o<0c6cesccwssces 145 
Decatur, Ind. plans improvements (N) 4 
Endicott, N. Y. plant may be sold (N) 


» 
Fayetteville, Tenn. files suit (N).... 245 
Flandreau, S. D. to buy — Public 
Service (NM) .cccsccsesceecccvesseces 1131 
Florida Commission wins court fight 
with Orlando €NN)..c..0ccecesesasvces 1979 
Florida Power & Light franchise ap- 
Proved (NN) ..cscccecccccecese << wee 
Generating apacity added in 1937 
COMUNE. kos edule nae 0b ce ee ante tae 208 
Generating capacity scheduled for 
completion in 1938 (tables)....... 209 
Humboldt, Tenn. seeks to regain plant 
os er er PE rere re 725 
Jamestown municipal plant shows de- 
preciation (NM) ...cscvsssccssccsccs 1209 
Landsdale. Pa. plant expansion (N).. 574 


Lansing, Mich. plant to have addition 
2.) a rere pr retry cee ier xo ee 


Little Valley. N. Y. system allowed to 
extend its limes (N)........ Senta: See 
Memphis awards contract (N) 428, 
CEN cin we ae ee eee eee eo ack sos kaee 
Memphis receives allotment for proj- 
SOG TID ckaacwae tsar wees caer ue - 430 
Memphis projects approved by PWA 
GRMINGOF CTT) oc cade cc cosnsesstases 247 
Memphis Power & Light to be pur 
chased by city CE) ..cccscccnciiccss 1537 
New Hvde Park abandons plans to 
butid power plant CIN)... 02. sccvcsss 1287 
Olpe, Kan. to sell power system (N).1397 
Oregon election defeats public own 
COMED AIUD «60. db 06s 0085568 02 0d Deaeee 1288 
Plain, Wis. to sell diesel plant (N)..1742 


Power projects in litigation for which 


PWA has made allotments (N).... 116 
PWA funds for 61 public power proj- 

ects (N) a ge cde Reach sel eae 4 area Gan ae ornare 569 
Rockport, Mo. lets power contract (N) 54 
Sacramento starts move for unit (N).187 


Seattle passes funds for construction 
NOD ov e's bio es ae eRe e ee ees re 

Tennessee court authorizes city plants 
MEA, Caries «cee erie how aaa ce dee -- 1284 

Utah cities granted power plants (N). 1742 
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National Adequate Wiring meetings held 
2 Oe eer rey ere Per cree Peper 1459 
Nationa! Assn. of Radio & Appliance Re- 


tailers—organized (N)...........+..- 1144 
National Electric Water Heater Council: 
Five contests planned (N) 
National Electrical Manufacturers Assn. 
Hot Springs meeting (N)............ 1746 
New York convention (N) 


National Lighting Fixture Guild organ- 
TE: Sees | vada Musee lew ewa see caus 907 
National Power & Light’s financial state- 
eS) re ae err 1684 
National Society of Heating & Ventilating 
Engineering meeting (N).......... *489 
Networks: 
Chicago network operation simplified 


by supervisory system. Earle Wild*1674 


Shreveport’s new network....... cme awe 
Nevada-California Electric Corp.—finan- 
Ce Rk ) Pe eerg eee 1543 
New England Council & Engineering So 
cities—to survey equipment (N)...1211 


New England Power 





announces wage cut 
CRO.  biaraies ergy & BAe AEA Seka ace oecarnie a 1209 
New York Power & Light power failure 
caused by short circuit (N)........1536 
New York State Electric & Gas—manager’s 
dismissal causes upset (N)......... 1284 


Newport Electric to seek appeal to borrow 
funds (N) .1208 
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